IMPORTANT 

READ THESE INSTRUCTIONS 
BEFORE USING THIS GUN 




lunnninGi 

'Failure to follow ttese 
gun safely Insirucilocvs 
may result in vtjufy 
lo you of others" 



1 . ALWAYS use proper snooting glasses to prevent eye injury from f tying 
panicles. 

■MUM 

2, ALWAYS us* heaiing protection to prevent ear damage due to repeated 
exposure to gun ftre noise. 



3- CO NOT cany a loaded gun w*h a Hve round in Che chamber while walking, 
or dmbing or anywhere you might sip and fall dropping the gun, A gun that *$ 
dropped, bumped or jarred with a live round n me chamber might acodenlaty 
drtcharge even with me salety on causing injury to you cr somocno <Hso. 

■■MHO 

4, DO NOT r©v the safety to prevent accidental discharges The safety may 
not prevent an accidental cfcscharge due to dropping, jarnng or Dumping of tf* 
gun 

& USE ONLY factory torted ammunition tor which the gun *s chambered as 
todkated on me barrel to prevenl excessive pressure and possible serious 
personal injury 



6 RELOADED ammunition can cauae serous injury and damage lo the 
firearm Aie to stress taiiure and or excessive pressure. 
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ujARmrtu 

7. NEVER point a gun a* eny*mg you do not intend to shoot AMvya keep 
your gun panted n a SAFE Orecton n case of accidental *scharge 

8. ALWAYS cneck the barrel to insure that it is free of obstruction before toad- 
tog and lihng the f rearm II you experience a Ight recoil or *or sound. 
CHECK THE BARREL FOR OBSTRUCTION, 



9. KEEP BARREL CHAMBER ANO ALL MOVING PARTS FREE OF RUST. 
Rust m the barrel and charnoer can cause excessive pressures, resuming * 
senous r*iry A rusted ban* oc chamber can be replaced by COBRA ENTER* 
PRISES only. 

10. NEVER carry a toaded gun in a motor verude and NEVER carry a loaded 
gun into a dweT.ng. ALWAYS point your gun in a SAFE oVecton wt*e toadiig 
or unloading to prevent serious injury n case of accidental discharge. 

1 1 . NEVER - tfwot at a hard flat surface or at ail the surface of water to avoid 
a noochot and poestte senous mjury to yourself or a bystander. 
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wanninc 

12. ALWAYS STORE GUNS UNLOADED - *i a dean dry place and out of 
roach ol cNWren and soparaled from arnnwboa 

■PJtMflG 

13. NEVER ALTER - any pail in your gun Use ONLY Cobra Enterprises 
fopiacomont ports 

u Discharging hMH n poorly venNated areas, cleaning trearms or 
handling ammun*on may result m oxposure to lead, a substanoe known (o 
cause txrm defect*, reproductive harm and other serious injury. Have adequate 
v-r atfanarj r v*- wash twes thorough yribroxpMut c- priof lo lifts 
tndtor«toHa4 



ALL FIREARMS ARE DANGEROUS 
PLEASE BE CAREFUL 
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We p/oroe reasonable care m m© manulaeture of mis pistol, but assume no 
responsrtlrty For «s care, handling and u>e 

Virtually ai accidents are caused by me m*use or mtshandiinrj by the user 

Never place your finger on me trigger unless you aro ready to shoot the pistol. 

CAUTION: We strongs aovtse that you famikarue ycuratf *ith al the 
mechanisms of thi*. or any gun. before puttng any ammunition into it Before 
loading or nring mis pttiot. mate sure mere are NO OBSTRUCTIONS n the 
barrel and wipe away all grease and loreign materials from ils bore. 

SAFETY; The safety ■* comwtmiy located <n the top ot the toft-hand gnp By 
pushing the safety down as far as possible unti the word TIRE* 4 revealed, 
the pistol is In Tiring' position By pusNng me safety Wry upward until fist the 
word 'SAFETY* vnil indicate the pistol is In rhe 'sale' position, also ticking ihe 
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DRY FIRING: ncooatod *Dry Fiivg* o! tfws pistoJ can cauto the tirng pn 10 
break Failure of thts pistol to fire or eject is normaiy caused from a broken 
ftlng pin. Th© firing pin can be changed without ihe use of tools, Fonow tie 
DISASSEMBLY instructions, as outlined in **s instruction manuaJ- 

oiunon 

For your safety, and that of others* we strongry recommend tnal you (to not 
Store, carry or handle this, or any other, firearm with a cartridge m the barrel 
until you are ready to shoot A cartndge from the magazine supply can be 
placed m the barrel, ready to shoot, in aboul the same length of time as 
required to move the salety from the "Safe" position to the W position 

DO fiOT lOflD PlfTOt UflTIl RCflDY TO flM* 

LOADING THE PISTOL After k*d*ng your magazine, **trt <t into the bocom 
of the pistol handle and push it into the ptsiol as far as po*s*EJe When fully 
inserted, fro magazine catch win nock the magazine and hold R n its proper 
position. Take the ptflol in one hand wilh a firm gnp. making sure your finger© 
are not touching the trigger. Point your ptstol in a safe olrecnon and with your 
other hand trmty grasp trie serrated portion of the Side and pi* as far rear* 
ward a* <w* go 
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RELEASE THE SLIDE FROM ITS REARMOST POSITION ALLOWING IT TO 
GO FORWARD OF ITS OWN ACCORD. Ths procedure places the first 
cartridge *to Ihe chamber and the gun is ready tor firing. Subsequent feeding 
and ejection operatens are performed aueorrofcaiy until t» pistol is empty 
NOTE: Unless the pistol is already cocked, Che salety must be m the *F*re' 
posinon before the pistol can be cocked or loaded from the magazine supply. 

CAUTION; UNLOAD YOUR PISTOL 
IF YOU DO NOT INTEND TO SHOOT IMMEDIATELY 

UNLOADING WITHOUT FIRING: AJ*ay* pC*nt your ptsft* fi a sa*e direction 
and move the safety to safe position before attempting to untoad your pistol. 
To unload unired cartridges push on trie magazine release unai the magazine 
can bo puled from tno ptstol AFTER THE MAGAZWE IS REMOVED PLACE 
PISTOL IN FIRE POSITION. PULL THE SLIDE TO THE REAR TO REMOVE 
THE CARTRIDGE FROM THE BARREL CHAMBER As a safety rxecaution. 
atoa>* check the borret chamber visually by holding the slide back and booking 
iiio me s*tio t chamber and magazine cavils 
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STOrePiSTOL AND MAGAZINE SEPARATELY OUT OF THE REACH OF 

DISASSEMBLY; THE PISTOC MUST BE IN UNLOADED. UNCOCKED AND 
IN FIHE POSITION BEFORE TAKE DOWN CAN BE PERFORMED, Tc 

remove the slide, use the end of your finger or a Wunl ct\ed (such as lead 
penoi eraser) to push tf*o retainer, located in the bach end of the saoe forward 
until it s*0fi>5 (about i:4 inch) While holSng the rotaner doorosiod. gonrjy brt 
the rearward porbon of l ho Ale away from ihe frame untl it slcps Hiiiiil 
the retainer gently as it la epring*foaded* Ho*d the rearward port on of 
siwe up and push the sade forward, off of *w end of no gun TNs precede© 
removes the enbre sWe assembly and *s sufficient foe normal cfear-ng and 
oa»ng. Clean the barrel within a reasonable ponod ol ftme alter shooting After 
the powder residue has been removed, ©v© me barrel boroa bght protect™ 
coat of orf Do not lubricate with anything but a fcftwalgM machine oil such a* 
amioilorequrvalent 

ASSEMBLY: Make two the recorf spring is over the barrel Place the slide 
assombry over the barret and pm rearward until it can bo oYcwea down omo 
the frame. De-press Ihe retainer rao the allde I ar enough to alow itto drop 

«tO ITS *J0t 



Release tne retainer after swe ts pusned own onto the frame, you should not 
be able to tn the roar of the slide away from me frame if proporty assembled 
After ihe assembly <s celled, but before toding. manually operate me 
ptstci 10 see thai everything functions property. 

nOTioi to ounoain 

Reload ammunition, or any other sort leaded ammunition, may not function or 
feed properly in me Cc*xa Model pistols. This pistol is designed for standard 
factory loaded, cooper jacketed, "HARD BALL" typo ammunition. Never 04 or 
lubneate ammunition Oirs can penetrate ammuntton, causing it to misfire or 
matfunction 

itfcoiiniiADCD am»unmoft 

FOR BEST SHOOTING AND FUNCTION. WE RECOMMEN0 FEDERAL OR 
AMERICAN AMMUNITION. (On all Cobra Products). 

This pttiot was mi-fired tarfore shipment. It you experience "FEED" problems, 
RE-READ THE LOADING INSTRUCTIONS and try another brand o< ammur* 
tion before returning the ptstol tc repair. 
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CSffrl 




S1O0 


C&i*2 




SI <x 


C&i*3 




SiXPO 


C516-4 


flwHSprrg 


$100 


C516-5 


Sear**™; 


$100 


C51W 


nowtRMnSmno 


$1-00 


CB1M 




$1.00 


C6t*1 


AmrtMFSKOMieK 


StiO 
$11 CO 


C817-1 


AsawnMsd FS32 Mogaw 


« $11X0 


C716-2 







FS32/FS360 Parts 

Part to DmoBIdD p '-' 

CUt-ILffl GrlpUtofRtf* SUO 

CUM Trtagw $200 

SMe-FS380 $24.00 

C?tM S**y Si .50 

C217-2 Sfcte-FS32 S24.00 

C316-1 ETO $100 

C31W C»m $1.00 

C31W CtemwW $1.00 
G4CG-9 r w ft»t«»Ph $tj» 

G41fri Sot $130 

ftwgP* $17S 

C41M BuTpw(FS380) $1-00 

C41M Rotara $600 



Mifwnurr $4 00 * hw*ng pec WJ»i 

cn aft p**s 



IT 



YOUR LIFETIME WAHRANIY S«W Nun**t 

MODEL CALIBER DATE PURCHASED / _/ _ 

J- *W» <M yoo purchase Ws ptsiol? 



2 this you* first piKchase of a firearm? ~~ y£S 7"H£> 

a COBfiA ENTERPRISES bttwtt 

the Operating irwlnxtons (Of the D-tfOf YOU purchased? YES / NO 

4 Ori no read arxJ understand all of me opo*atr>g -nstfuakws? YES ( NO 

5 Da you ■MB 1 * SB?** 11 ' xn a COmpfleW finsir™ mtfr^to, 
on the sate hanrj&ng of mis p*tot? yes / NO 

IF YOU ANSWERED HO TO 4. OR 5. IT IS OUR STRICT RECOMMEN- 
DATION FOR YOUR SAFETY AND THE SAFETY OF OTHERS, THAT YOU DO 

NOT ATTEMPT TO LOAD. OR OPERATE. TMjS PISTOL UNTIL YOU HAVE 
OBTAINED SAFE HANDLING INSTRUCTIONS OY A QUALIFIED FIREARMS 

INSTRUCTOR! 

Customer Name 

(Pr1ni)_ a 

Customer 

Signature 
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THIS IS YOUR LIFETIME 
WARRANTY CARD 



PLEASE MAIL IN AN ENVELOPE 



COBRA ENTERPRISES 

19*0S MJoatooeOr SuteF 
Sail Lake City. UT 54104 



pti 8Q1-9C6-6300 
email cot*j***oU rwtwortdm 
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spccincflTioni 

Caliber- 32 Au» Pisiol 

* 

Caliber- 380 Amo Pistol 
Magazine Capacity 7 RDS. 380 (8 RDS. 32) 
Barrel Length- 3.5" 
OA length- 6.4" 
OA Height - 5* 
Weight Ernpty- 2-1 *s 



M 



SAFETY GLASSES SHOULD BE WORN AT ALL TIMES 

REMEMBER, CARELESSNESS CAUSES CALAMITY. 

LEARN TO BE A SAFE SHOOTER SO THAT 
YOU CAN EriJOY YOUR PISTOL FOR MANY YEARS. 
THERE ARE NO SAFE GUNS... THERE ARE ONLY 
SAFE GUN OWNERS. 
RESPECTFULLY 




1960 S. MUSIC** Dr. Suit* F 
SaltLak* C*y, UT&4104 

ph 101-9064300 



